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lo The main base of the Soviet and Hun(;^rian Danube River naval flotillas 
is located north of the Budapest winter harbor (see Sketch l) o The base 
has its own shipyardj^ drydock^ repair installations^ radio station^ fuel 
tanks » 0 ;irage 8 j» and barracks o The base is operated under a Soviet cooBOEUider^ 

The commander of the Hun^rian units is Colonel Mihaly La^^aro 
Approximately 200 vessels were stationed at IJcie base at the end of 195Bo 
All vessels flew Hungarian colors and had Hun^saxian markings althougli half 
of tile monitors were under Soviet co. imand and had Soviet crev/So Tlie entire 
base is surroiinded by a double barbed-wire fence and is closely guarded 
by a unit of about 200 meno 

2o Since tiie simaoer of 1957 an intensive effort has been made to build up 
and modernize tiie river flotilla and to enlarge and improve the bases » 

The nuznber of monitors has increased gmtly through oew constructions from 
existing and newly built yards and througli the arrival of Soviet vessels 
from the USSRe The pre -World War II flotilla base and winter iiarbor on 
the Szi^iyogszlget (Gelsen Island) has been greatly enlarged and improved 
since 1957 Ihe existing yards and barracks have been rebuilt and modernized o 
Obsolete vessels of the flotilla have been passed on to the Nahsurt organizationo 
A new canal was dtig (Point k on Sketch 1) in 1957 * 195B to permit vessels 
to pass out of the Szunyogsziget base without having to be turned, around 
in tile narrow channel « 


3«, A force of nar^ fewps amounting to between 2^^000 and 2.5,500 rmn is stationed 

on the main flotilla base; over iialf of them are Soviet troops*, 

The naval troop® are equipped with flat-bottomed motor landing craft 
holding from 25 to 30 men eaciio These bo^its are manufactured by the Vaci 
Vlzibus EpitS Ozem enterprise at VaCo The units also use Inflatable rubber 
boats o Th© smTOl' are given particularly hard training and serve an 

enlistment period ©f tteee 

ko The fuel depot (Point 8 on Sketch 1) of the base consists of underground 

tanks equ pped with motor pumps o Pipelines lead to the tiarbor to facilitate 
the fueling of ships® The fuel depot has a capacity of about 100 railroad 
tank carSo 


5o The flotilla's munitions depot is located on Szentendre Island in the woods 
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is fenced off • 


6, The repair installation at t c Szilnyogsziget base (Point 2 of Sketch l) 
takes core only of the repair and overhauling of ships* engines o 

7* Nortii of Dunaf8ldvar is a barracks complex housing Hungarian and Soviet 
naval flotilla personnel. The barracks were enlarged and modernized in 
1958, North of the DunafSldvar hemp factory is a small pond which is 
being dredged to provide a new winter harbor for the Danube flotilla© 

It is not expected to be ready before the etwi of 1959® South of . 
Dunafbldvar naval barracks is a fairly large flotilla munitions depot© 

8* Between TolnaardFadd is a dead arm of ths Danube which is being dredged 
from its original breadth of about 10 meters to a breadth of 80 meters 
so tiiat it nuy be used as a harbor* A large baurracte complex will be 
erected here to serve the base© A part of this complex was already 
completed in November 1958 and was serving to house a guard unit* The 
barracks area is surrounded by a barbed-wire fence* 

9© At the end of 1958 there were four monitors and 30 smaller craft stationed 
at Bajm* The vessels were served by about 1,000 men, half of whom were 
Soviets o 

10* On the right bank of the swampy MohScsi«Saig@t (island), eight kilometers 
south of i-foh^cs, a new barracks complex was erected on concrete pillars 
in 1957 - 1958 © This is believed to be tlie only Danube flotilla base which 
is occupied exclusively by Hungarian personnel© A unit of about 200 men 
and a patrol vessel and five motorboats were observed here in Noveiid)er 1950® 
Near the new barracks complex is a Danube flotilla firing range* 


a sketch of tlie flotilla base near Budapest (Sketch 1) and 
.e map of the same area (Sketch 2)« 



12 * of the naval DuaafoMvas* {Sks^-^ 3)^ TqIml 

{Sk©ti: 3 , 4 ), Baja f), sjui (Sket<^ 6 )| a diagram @f fkm 

D@J shipbuilding yard (Sketjh 7)| and drawings of Hungarian mmX -oaifc®*® 
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Budapest Nc^th sketch 2 
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Plottillenstutzpimkt DUNAPOLDVAR Skizze 3 
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1 Easernt la Bau 

2 flakstallttagaai 
3^wlrd ewepka Anla^ung 

\elnfB Sttttipunktea 
[^auagabaggart 

4 Kaaama la Bau 
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d«r DoikF>tt°> 
nottill# 

II Sz«rtl*rplaite 

III SohlaMplaits 





Sanitized Copy Approved for Release 2010/07/20 : CIA-RDP80T00246A04800008000 1 -0 



















